ETag: "8ba6f3fe47e71ddfc9c3a728043c40d4"
accept: */*
authorization: LOW D7JBDnum0KwPVX5x:REDACTED_BY_IA_S3
connection: close
content-length: 7194651
expect: 100-continue
host: 207.241.227.247
user-agent: curl/7.21.6 (x86_64-pc-linux-gnu) libcurl/7.21.6 OpenSSL/1.0.0e zlib/1.2.3.4 libidn/1.22 librtmp/2.3
x-archive-auto-make-bucket: 1
x-archive-meta-language: English
x-archive-meta-mediatype: texts
x-archive-meta-title: Service Manual: Acer Aspire 5110 5100 3100
x-archive-meta01-collection: service-manual-acer
x-upload-date: 2012-09-22T13:44:40.000Z
